NEWARK EAGLES BASEBALL CLUB 1941, 


NAME James Hill 

ADDRESS 86 Wickliffe St., Newark, N. J. 
AGE 23 HEIGHT 5-5 WEIGHT 142 
THROW left BAt Left 

POSITION Pitcher 

YEARS PLAYING BALL PROFESSIONALLY 4 yrse 


TEAMS PLAYED WITH Albany Black Soxs 
Newark Eagles i 


BIRTHPLACE Plant City, Fla. 
PARENTS LIVING Father 


MARRIED Yes. 
CHILDREN No. 


DO YOU DRINK? Whiskey | 
Wine | 
Beer X 

DO YOU SMOKE? No. 

HOBBIES Golf, Fishing 


DO YOU PLAY ANY MUSICAL INSTRUMENT? No. 
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